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following  i@,  a  translation  of  an  article  by  G,  Ye, 
Ostroverkhov  iji(3  y,yM,  Sergeyev  (State  Medical.  . 

Publishing  House  for  Medical  Literature,  y,  I,  ■,,  i 
llfeyevskiy,  director)  in  the  Russian-language  peri- ,  •  j  j 
odical  Khirurgiya  (Siirgerv).  Moscow ^  Vol.  XXXVj.N'n... -  •  '  v. 

9,  September  1959?  pages  133r*138jt/  .  L ,  ,  ;  i  ;  ; 

The  historic  decisions'  of  the  21st .  Congress  of  the  Comniunist. 
Party  of  the  Soviet  Union  defined  the  new  expansion  in  research  as 
one  of  the  most  important  conditions  for  further .deyelopraent' in  • 
Diiilding  a  Communist  society  in  our  oo'untry.  In  this  connection 
there  has  been  an  expansion  of  the  role  of  Soviet  medicine,:;  called  c. 
upon  to  preserve  .  in  e'^ery  .  ^ay  the  health  , of  the  multitudinous  arnQr 
of  builders  of  the  Communist  society  and  to  strive  for  their  lon^' 
gevity.  ;,r ;  '..v.  v  :V: 

The  State  Publishing  House  for; Medical  Literatiire  is . faced 
with  corresponding  objectives  in  currently  publicizing  achievements 
in  the  field  of  medicine  and  in  bringing  them  into  public  health-;:': 
pracbice  as  soon  as  . possible,  .These  objectives' can  be  realized  only 
•if  there  is  real  cpoperation  between  the  publishing  house  and  re— ^  - 
search  and  practicing  physicians  in  producing  good  books,  which  are  . 
needed  by  a  broad  circle  of  those  in  the  field  of  medicine^ 

The  plan  presented  by  the  State  Publishing  House  f or  ^Medical- 
Literature  (Medgiz)  ;for  1959^1965  proposes  a  substantial  increase 
in  the  volume  of  :^blication  of  medical  literature  .in 'the  different 
■specialties j  for  instance,  the  publication  of  surgical  and' onco— 
•Logical  literatiire  should  triple  from  1958  to  i965  (1390  quires  as 
against  414)., ;  ,,  ^ 

The  Soviet  Union  has  successfully  solved  a  number  of  cardinal 
problems  in  modern,  surgery;  control  of . shock|  treatment  of  terminal 
states j  transfusion  of  blood  and  blood  substitutes j  surgical  treat¬ 
ment  of  bone  fractures,!  diseases  of  the  .  stomach,  biliary  tract,  ; 
esophagus,  lungs  sud  heart;  plastic  surgery  in  different  areas  of 
bhe  human  body,  ehc.  The  works  of  Soviet  scientists  on  these 
problems  enjoy  general  recognition  and  popularity, 

The  positive  experience  of  Russian  surgical  schools, 'and'  ' 
recent  achievements  in. special  diagnosis  and  medical  technics  have 
made  it  possible  to  Considerably  expand  the  range  of  Surgical  ■ 
operations.  ,  ..y  .i 

Modern  surgery' has  taken; into  its  orbit  'a  very  extensive  range 
of  problems,  'whose  solution  has  the  participation  not  . only  of  siirgeoi:':^ 
bat  representatives  of  other  speeialties  therapeutists/ phj’-sioiogiei; 
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biologists,  physicists,  engineers,  etc.  For,  this  reason  surgical 
literature  must  reflect  borderline  probleiris  which  are  being  vforked 
on  by  various  specialists, 

Medgiz  in  its  work  has  given  special  attention  to  the  quality 
of  the  books  published,  every  year  planning  to  publish  manuscripts 
on  the  most  current  problems  in  surgery.  Nevertheless  a  number  of 
topics  have  not  yet  been  sufficiently  elucidated  in  phint  and  for  thi 
reason  we  need  broader  and  more  active  participation  of  authors  in 
the  work  of  the  publishing  house*  •  "  ' 

In  the  period  1959-1965  Medgiz  is  publishing  133  books  oh 
various  problems  in  .surgery,  orthopedics  and  trhumatoio^.  The 
editorial  office  of  surgical  literature  at  Medgiz  has  up  to '60  manu¬ 
scripts  in  different  stages  of  processing  at  one  time,  manuscripts 
submitted  as  personal  proposals  or  ordered  by  the  publishing  house ? 

In  addition,  in  response  to  proposals  and  orders  of  the  publishing 
house,  the  editorial  office  expects  to  have  soon  more  than  70  works 
on  various  problems  in  stirgery  and  related  fields,  a  part  of  which  , 
will  be  accepted  for  publication.  Approximately  20  of  these  70  mono¬ 
graphs  virill  come  from  distant  medical  institutions*  * 

In  passing  through  the  filter  of  review  and  editing,  some  of  . 
these  submitted  works  are  rejected  as  unacceptable  for  publication. 
For  instance,  from  1957  through  Ifey  1956  approximately  100  works  were 
rejected  for  \msatisfactory  treatment  of  the  topic,  Iifei'rQr  monographs 
are  given  constructive  revision  ih  the  editorial  office  and  con¬ 
siderably  reduced  or  expanded,  and  a  large  part  of  the  well-prepared 
works  appear  almost  without  editorial  Correction  (monographs  by  Ye, 

N,  Meshalkin  and  V,  P,  Smol’hikova,  A. -Ya,  Pytel’,  A,  Ya,  Samoylov' 
and  L,  I,  Dunayevskiy,  G,  I*  Gol’din,  and  others),  '  ' 

Within  the  limits  of  the  present  article  it  is  impossible  to 
analyze  in  detail  all  surgical  literature  published  during  this  time 
/See  note/j  however,  we  believe  it  necessary  to  indicate  the  most 
noteworthy  books  published  during  the  past  2  years.  If  vre  consider 
the  greatly  increasing  authority  of  surgical  methods  in  treating  : 
certain  diseases  of  the  cardiovascular  system,  we  find  very  valuable 
the  publication,  in  1958,  of  the  first  Russian  manual  Tjritten  by  a 
group  of  authors  under  the  editorship  of  A. -N.  Bakulev,  v/hich  deals 
with  the  surgical  treatment  of  mitral  stenosis  from  all  angles.  Of 
obvious  theoretical  and  practical  interest  are  monographs  by  A.  I,  , 
Savitskiy  (1957),  N.  M.  Amosov  (1957),'  F,  G.  Uglov  (1958)  and  V.  I. 
Struchkov  .(1958),  v/hich  gave  a  detailed  analysis  of  problems  in  the 
diagnosis,  clinical  aspects  and  surgical  treatment  of  various  . 
pulmonary  diseases  (cancer,  tuberculosis,  chronic'  sappuration).  The 
following  ‘studies  are  worthy  of  positive  evaluation: '  Ye,  L,  Berezov, 
Rasshirennwe  i  kombiniOrvannwe  rezektsii  zheluc^  nri  rake  /Ex¬ 
tended  and  combined  gastric  resections  in  cancer/  (1957) j  A._T, 
Lidskiy  Vazhnevshive  zabolevaniye  perlfericheskikh  sosudov  /More  im¬ 
portant  diseases  of  the  peripheral  vessels/,  I,  M.  Raykhman  Kostnyye 
sarkomy  konechnostey  /Osteosarcomas  of  the  extremitie^  (I959)  j  N.:, 

N,  Petrov  Rukovodstvo  po  obshchey  onkologii  /Handbook  of  general 
oncology/  (1958),  and  others.  We  are  certajn  that  the  manuals  first 
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published  in  1959  S.  Levit  and  others  Diapnostika  khirurf:ichr; 

eskikh  zabolevaniy  /Diagnosis  of  surgical  disease^ ,  andjby  V .  I, 
ifoiespy  and  others  Osiry  appenditsit  /Acute  aprj)bndieitis/«  will  arouse 
great , interest  and  gain  recognition  aniong  a  wide  circle  of  practicing 
surge onsj  these  publications,  giving  a  general  analysis  of  the  ex¬ 
tensive  personal  experience  of  the  authord,  will  fill  a  gap  in  surgical 
literature  on  these  problems.  .{Note:  Ihis  analysis  has  been  partially 
given  by  N.  A,  Vinogradov  and  V,  M,  Sergeyev  in  an  article  "Courses  . 
of  development  of  surgical  literature",  Khlrurgiva.  1957«  No. ’9.) 

In  accordance  with  the  general  plan  for  the  development  of 
anesthesiological  service  in  the  Soviet  Union  we  find  most  appropos 
for  the  needs  of  public  health  practice  the  manuals  published  in  _ 
1959>  Sovremehnyy  ingalyatsionnw  narkoz  /Modern  inhalation  anesthesia/ 
by  Ye.  N.  Meshalkin  and  V.  P.  Smol»nikov. "  and  Obshcheye  obsebollvaniv'e  - 
V  khirurgii  /General  anesthesia  in  sUrger;^  by  I.  S,  Zhorov  (publi¬ 
cation  delayed  for  technical  reasons),  in  which  the  practical  physician 
will  be  able  to  draw  on  modern  data  on  various’  aspects  of  this  problem. 

Publications  Of  recent  years  have  also  elucidated  problems  in 
the  special  surgical  branches  (tirolo^,  orthope, dies  and  traumatology, 
neurosurgery,  etc.),;  Among  them  we  must  mention  especially:  "the  two- 
volume  manual Jjy  P.  G.  Kornev  Klinika  i  ie'chenive  kostno-sustavnOgo  ; 
tuberkuleza  /Clinical  aspects  and  treatment  of  psteoarticular  tuber- 
culosig/  (1955-1959) }  Ortopediva  /Orthopedic^  (1957)  by  V.  D,  Chaklinj 
Qperativnava  nevrokhirinfaiya  /Operative  neurosurgery/  (1959)  by  V.  M, 
Ugryumov  and  others.  Khirurgiya  povrezhdehiv  i  raneniy  nervnov  sistemy 
/Surgery  in  \irounds  and  injuries  of  the  nervous  system/  (1959)  edited 
by  V,  N.  Shamov.  Oftal  *mologiche skive  simbtomy  opukholey  mozga  ./Ophthal- 
mological  symptoms  of  brain  tumors/  (1959)  edited  by  A,  Ya,  Samoylov;  ' 
as  well  as  the  monographs  ZlofcaChestvennvye ^  OPukholi  nosa.  okolonoshykh 
pazukh  i  glotkl  /Malignant  tumors  of"  the  hose,  paranasal  sinuses  and 
pharynx/  (1957 )  by  D,  I,  Zimontj  Adenoma  predstatel*noy  zhelezy  /Ade- 
mona  of  the  prostate  gland/  (1959)  by  L.  I.  Dunayevskiv .  Kfairurgiche .ko:;::: 
lecheniye  obttiratsionnov  zheltukhi  /Surgery  for  obstructive  jaundice/ 
(1959)  by:  Ye  V.  Smirnov  and  others,  : 

Along  with  Moscow  and  Leningrad  specialists,  the  editorial  ■  ' 
office  for  surgical  literature  brings  in  as  authors  research  and  ’ 
practicing  personnel  from  outlying  areas.  For  instance,  of  the  49 
authors  whose  books  will  appear  in  1959,  11  are  on  the  staff  of  re—  , 
search  or  therapeutic  institutions  of  Sverdlovsk,  Kiev,  Vilnius,  Kazan,' 
Ryazan,  Chelyabinss,  Ordzhonikidze  and  other  cities j  of  the  36  authors 
whose  books  will  be  published  in  I960,  II  are  also  employed  in  out-  , 
lying  areas  (Archangel,  Tomsk,  Khabarovsk,  Pnepropetrovsk  and  other 
cities )’.  However  we  must  point  out,  unf  ortunately,  that  the  ma  j  or 
specialists  working  in  outlying  areas' rarely  present  their  works  for 
publication. 

Among  the  authors  of  books  being  published  in  1959  ahd  marked  , 
for  publication  in  i960,  12  are  active  members  and  corresponding 
members  of  the  Soviet  Academy  of  Medicine,  44  are  professors  or  hold  ' 
doctoral  degrees,  38  are  docents  and  Candida tes  of  medicine. 
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Until  recently,  because  of  limited  printing  facilities,  the 
time  during  which  books  were  in  process  was  comparatively  long  (more 
than  a  year)  and  for  this  reason  the  material  presented  by  the  authors 
liad  in  some  cases  become  obsolete  and  required  sometimes  substantial 
corrections  during  proof  reading.  To  accelerate  the  publication  of 
current  books,  the  editorial  office  has  decided  for  a  number  of  manu¬ 
scripts  to  dispense  with  a  secondary  proofreading  and  assign  them  for 
printing  after  only  the  first  reading, 'Of  course  this  is  possible 
only  when  there  has  been  a  completely  finished  job  oh  the  manuscript 
on  the  part  of  the  author  and  the  editor,  and  the  rejection  of  any 
substantial  changes  or  additions  in  proof  reading.  For  instance,  the 
following  books  were  sent  to  the  print  shop  directly  from  the  first  ,, 
reading;  Disgormonal 'nwe  zabolevahiva  1  rak  molochnov  zhelezy 
/^Dyshormonal  diseases  and  cancer  of  the  breas^  b;^  M,  M,  Averbakh, 
Khirurgicheskove  lechenive  mitralnwkh  stenozov  ^Surgical  treatment 
of  mitral  fitannsis/  hv  A.  N/ Bakulevi  Rasshirennyye  i  kombihirdvamfflyB 
rezektski  zheludka  pri  rake  ^Extended  and  combined  resections  of  the 
stomach  in  cancer/  by  Ye,  L,  Berezov,  Lechenive  ushohemlennvkh:  ghyzh 
^Treatment  of  strangulated  hernia^  by  S,  V,  Lobachev  and  0,  I,  ^ 
Vinogradov;  Sbnrnl k  ins truktsiv  uo  zagotovke  i  perellvahive  ^  krovi 
Compandium  of  instructions  on  blood  collection  and  transfusipn/  edited 
by  A,  A,  Bagcasarov,  Rak  legkovo  /Lung  cancer/  by  A.  I.  Savitskiy  and 
others, 

be  intend  in  the  future  to  continue  this  practice  and  achieve 
a  still  more  rapid  passage  of  books  through  the  editorial  offices 
and  the  printing  shops.  For  instance,  of  the  books  now  in  process, 
the  following  will  be  approved  and  assigned  in  part  for  printing 
directly  from  the  first  reading;  Khirurgiva  sredostenlya  /Surgery  of 
the  mediastinun]^  by  B.  V.  Petrovskiy,  Dizontogeneticheskiye  pgrazp- 
nvaniya  sredosteniva  i  legkikh  /Dysontogenetic  formations  of  the 
mediastinum  and  lung^,  by  V,  R,  Braytsev;  Topograficheskaya  i 
kllmicheskava  anatomiya  /Topographic  and  clinical  anatomy/  by B ,  V, 
Ognev  and  V.  Kh,  Frauchi;  Lokhanochno-pochechnyve  reflyuksV  i  ikh 
iflininheskove  znachenive  /Renopelvlc  refluxes  and  their  clinical 
importance/  by  A.  Ya,  Pytel’  and  others. 

In  the  near  future  the  publishing  house  thinks  it  necessary 
to  shift  to  making  dummy  copies  Of  manuscripts  prepared  for  composing, 
i,e,  to  give  the  printing  house  original  dummy  copies,  of  books  which  . 
will  make  it  possible  in:  a  number  of  cases  to  eliminate  publishing 
proofreading  entirely  and  greatly  reduce  (by  2-3  months)  the  time  a 
book  is  in  processing.  Some  more  carefully  prepared  monographs  on 
sxirgery  planned  for  publication'  in  1960-1961  will  come  out  in  this 
way.  But  this  is  possible  only  with  very  careful  working  over  of  the  . 
manuscript  by  the  authors, 

A  great  role  in  increasing  the  quality  of  literature  published 
and  in  active  publicity  for  scientific  works  will  be  assigned  to 
the  special  journals  and  the  newspaper  Meditsinskiv  rabotnik  /Medical 
worker7.  Hov/ever  their  sections  bn  "Reviews  and  bibliography"  do 
not  yet  pay  enough  attention  to  these  important  problems  in  publiijhing. 


Of  the  117  surgical  .works  published  in  1956-1958  and -the  first  .half  . 
of  1959,  the  periodical  press  carried  .reviews  bn  only  37  (50  reviews) e 
We  should  point  out  that  in  the  majority  of  cases  the  reviews  of  the  .  / 
published  books  were  quite  late  and  did  not  always  give  q  profound  , 
analysis.  Of  the  50  published  reviews  only  6  contain  the  elements  of  . 

a  real  critique.  In  this  connection  attention  is  drawi.  tp 
type  of  initiative  on  the  part  of  the  Meditsinsklv  rabotnik  yOf Noi. '  ZA. 
(7726),  March  24,  19527  which  responded  promptly  and  responsibljr  to 
the  appearance  of  Kratkove  prakticheskove  rukovodstvo  po  obezbolivani;^! 
/Brief  practical  manual  on  anesthesia/  by  Yu,  V,  Berihger  and  A,  A,  , 

Zykov  ^Lenmedgiz,  1959).  ,  ^  ^ 

We  consider  valuable  the  review  practice  of  the  Vestnik  /Iferald/- 
Reports  of  the  Academy  of  Sciences  of  the  USSR  (No,  4>  .1959)  .based  bn 
material  in  the  Great  Medical  Encyclopedia, '  The  concrete  analysis  of 
the  numerical,  errors  permitted  by  individual  authors  and  precise  sug¬ 
gestion  for  their  elimination  will  undoubtedly  havp  a  positive  effect 
on  further  work,  -  ‘ 

The  editorial  office  of  surgical  literatxxre  has  drawn  up  a  . 
publishing  plan  for .I960, and  a.  prospective  plan  for  editing  and  pub-' 
iishing  up  to  1965,.  In  this  work  the,  editorial  office  was  guided  by 
the  prospective  plan  of  the  Academy  of  Science  of  the  USSR  on  the 
development  of  medicine  in  the  period  1959-1965  based-  on  recommendations, 
of  research  and  therapeutic  institutions  in  accordance  with  our  demnds 
on  them  as  well  as  on  the  proposals  submitted  by  authors  on  their  own 
initiative.  In  drawing  up  tte  plan  particular  attention  was  given. to:  : 
a)  the  publication  of  books  on  the  most  prominent,  but  still  insiofficienily 
treated  problems  in  modern  surgery  in  which  the  topics  will  meet  the 
current  requirements  of  practicing  surgeonsj  b)  the  creation  for  sur— ;  , 

geons  of  comprehensive  manuals  compiled  primarily  by  groups  of  authors 
and  giving  an  all— round  elucidation  pf  special  problems  in  surgeryi 
c)  the  publication  of  monographs  publicizing  modern  practices  and  • 

recent  achievements  in  theoretical  and  practical  solutions  of  modern 
problems  in  surgery  and  allied  areas.  To  reach  these  established  ob¬ 
jectives  the  editorial  office  maintains  constant  contact  with  the 
administrations  of  surgical  societies  (All-Union  and  the  Moscow  Society), 
anesthesiological  and  urological  societies,  and  regularly  has  recourse 
to  certain  research  and  therapeutic  institutions  and  individual  -  ^  : 

authorities  with  requests  to  write  monographs  and  manuals  on  the 
current  topic  plan  which  we  have  recommended.  For  instance,  as  a  ■  ;  ’ 
result  pf  positive  responses  the  editorial  office  has  found  it  possi¬ 
ble  to  sign  contracts  for  vi/piting  basic  manuals  with;  Professor  V,  I, 
Struchkoy  and  personnel  in  his  department  on  suppurative  surgeryj  Pro¬ 
fessor  A,  P,  Fpurokin  on  clinical  operative  urology; ,D,  : A, ■  Arapov,  : : 
corresponding  member  of  the  Acaden^r  pf  -Medicine,  and  K.  S,  Simonian; 
Candidate  of  Medicine  on  emergency  surgery.  .Contracts  have  also  been;  : 
signed  for  original  monographs;  .  pn  surgery  of  the : esophagus  and 
cardia  by  A.  G.  Savin,  corresponding  member  of  the  Academy  of  Medicine; 
on  surgery  in  profuse  gastric  hemorrhage  by  Pro.fessor  B.  S.  Ro^^anov-'  -  . 

on  renopelvic  reflexes  by  Professor  A,  la  Pyhel  and  others-  In 
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addition,  the  editorial  office  has  on  file  a  number  of  valuable  pr^_ 
posals-from  certain  institutes  of  the  Academy  of  Medicine  of  the  USSR 
and  individual  authors.  Of  particular  interest  are  the  following^ 
Russian  manuals  slated  for  publication;  Topograficheskaya  i  kl^ni= 
n.hp.akava  anatomlva  /Topographic  and  clihical  anatoms/  by  V.  Ognev 
and  V,  Kh.  Frauchi  (f or  1 .  and  Ghasthaya  khirurgiya  /Special  _ 
surgeryT*  three  volumes,  edited  by  V,  S,  Levit  and  A,  A,  Vishnevskiy 

(for  1961-1962),  ,  -.xi.  *  ■ 

The  prime  objectives  of  the  Soviet  public  health  system  in 
the  current  Seven-Ydar  Plan  are  problems  in  the  prevention  and  treat¬ 
ment  of  cardiovascular  diseases,  malignant  neopjasms,  tuberculosis j 
rheamatic  fever,  control  of  sequelae  of  in jtiried,  etc.  The  April, 

1959  session  of  the  General  Assembly  of  the  Acade^  of  Medicine  0 
the  USSR  defined  a  number  of  concrete  objectives  in  the  field  of 
medicine,  both  in  the  field  of  theoretical  research  and  in  the  field 
of  public  health  practice,  which  derive  from  the  decisions  of  the 
Twenty-First  Congress  of  the  Communist  Party  of  the  Soviet  Union  re¬ 
garding  the  rapid  development  of  all  branches  of  science  for  the 
benef  it  of  the  Soviet  people,.  In  the  flight  of  these  decisions  of 
the  session  of  the  Soviet  Academy  of  Medicine  bn  the  coneentration 
of  the  efforts  of  scientists  on  Working  out  hew’ trends  in  modern 
medicine  and  the  objectives  of  the  public  health  system,  we  will  take 
the  liberty  to  draw  our  readers’  attention  to  the  more  current' 
problems  in  modern  surgery  which  must  be  treated  from  a,ll  angles  and 
given  an  up-to-date  elucidation  in  the  publications  of  Medgiz  under 
the  current  Seven-Year  Plan,  .  ; 

Along  with  the  manifest  importance  of  studying  various  problems 
in  the  prevention  of  cardiovascular  diseases  and  its  thorough  ®-^d 
timely  diagnosis,  the  prbhlem  of  a  further  clinical  study' and  of 
finding  the  most  effective  methods  for  treating  diseases  of  the 
heart  and  blood  vessels  is  still  urgent.  Positive  results  in  the 
surgical  treatment  of  a  number  of  acquired  and  congenital  defects 
of  the  heart  and  major  vessels  has  greatly  extended  the  limits  of 
experimental ■ and  clinical  research  in  this  direction  by  presenting 
surgeons  and  other  specialists  with  a  number  of  acute  new  problems, 
both  in  the  realm  of  the  pathophysiology  of  the  diseases  and  in 
their  early  diagnosis,  clinical  treatment  and  therapy.  At  present 
immediate  solution  is  required  for  the  most  important  problems  in 
this  line:  surgical  treatment  of  coronary  insufficiency,  the  develop¬ 
ment  of  a  universal  classification  of  acquired  Valvular  defects  of 
the  heart,  production  of  precise  indications  for  sUrgery,  and  the 
development  of  improved  methods  for  surgical  treatment  in  this  area 
of  pathology.  In  this  connection  considerable  practical  interest 
attaches  to  the  production  of  individual  monographs  and  solid  manuals 
on  the  clinical  and  functional  diagnosis  of  cardiovascular  diseases, 
clinical  research  devoted  to  studying  the  various  nosological  forms, 
and  practical  manuals  on  the  surgical  treatment  of  these  diseases  and 
on  the  use  of  modern  diagnostic  and  therapeutic  apparatus,  including 
apparatus  for  artificial  extracorporeal  blood  circulation,.  In  this 
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plan  we  find  valuable  the  suggestion  of  the  Institute  of  Thoracic  ,  , ; 
Surgery,  of  the  Soviet  Acader^r  of  Medicine  on  the  compilation  ini96i  , 
of  a  basic  Soviet  .mnual  on  pperative  surgery  of  the  rorgans  of .  the  ,  j 

chest  by  a  group  .of  authors  under  the  ieditorship  .of  A,;  .N,,,,Bakuiey  and  • 
A,  A,  Busaiov. "and  the  publication  of 'the  monograph  Rentgenologich-- 
eskive  issledovahiTO  pri  vrozhdennvldi  porokakh  2iX--rny  examination  of 
congenital  defects7  by  M.  A,  Ivanitskaya  and  y,,S.  Savel’ev, 

Bespite  Va  recent  ■inci'ease  in.  the  number  ■'of  publication^^  bn 
pul.monary  surgery,  all  urgent  special  problems  in  this  field  have 
not  yet  been. treated.  For  instance,  the;re  is  now  no  question  of  the 
necessity  for  publishing  a  practical  manual  for  surgeons  containing, 
a  systematic  treatment  of  all  practices  in  the  i^odern ,  iiagnosis, ,  of  , 
diseases  of  the  .lungs  and  surgical  therapeutic  technics  .  employedj  a  ,- 
manual,  well-iliustrated  with  .  originai  diagrams  and  photogi’S’Phs,  on 
Rezektsiva  leeMkh  /Pulmonary  resection?  bv  I.  S,  Kolesnikoy  is 
slated  for  i960  publica,tion.  At  present  we  have  .particularly  acute  - 
problems'  in  radical  surgery  in  diseases  of  .the-  pleura  and  early  and .  . 
conservative  operations  on  the  flungs  (particularly  in  suppurative  • 
processes  and  certain  forms  pi  tuberculosis).,:  aiming  at  sparing  the 
unaffected  pulmonary  tissue  .as  much^  as  possible,  ;  i 

In  the  flight  of  reaching  national  objectives,  in:  the:  preyen'tibn 
and  co.htrol  of  tuberculosis  j,:  Soviet  phthisipsurgeohs  arc  faced  with 
the  job  of  further  developing  new  and  in  . improving  current  njethods  ■ 
for  the  surgical  treatment  of  cavitary  forms  of  tuberculosis,  : Positive 
achievements  pf  the.  institute  bf  Tuberculpsis  of  .the  Soviet  Academy 
of  Medicine  (Professor,  1,  K.  Bogush)  ppint  up  the  very  real  promise 
of  these  methods,  as  related  to  the  total' cure  of  patients  ^idth  pul¬ 
monary  tuberculosis In  this  connection,'  there  is  no,  disputing  the  ■ 
necessity  for  publi'shihg  a  basic  manual  and:  monographs  bn  special  , 
aspects.- of  ,  this  problem;  from  195.7  to  the  ■  present,  however,  the  edi¬ 
torial  office  jia's  received  only,  suggestion^  from  leading  phthisioi- 
surgeons  but  has  not  yet  received  any  corresponding  manuscripts. 

Recently  .surgical  literati^e  has  been  enriched  by  a  number  of 
solid  manuals’ and  serious  studies  on. the  siurgery  of  the ■thoracic  . 


organs;  nevertheless,  problems  in  the  timely  diagnosis  and  surgical 
treatment  pf  .mediastinal  tiuiprs  ho-ve  not  yet  been  sufficiently  clari¬ 
fied,  in  1959  the  editprial  office  prepared,  for  publication  a  mono¬ 
graph  by '7.  .R.'.Bnaytsev  0  dizontopeneticheskikh  obragovanivakh  sredo- 
stehiva  ’"i  legkikh'.fflysQntogenetlo  formations of  the  r.fid-7  ns+.i  miTti  and ;  . 
lahgs/,'  and  a  manual  by  B,  V.  Petrovskiy  oh  Khirurgjya  sredosteniya  : 
/Surgery  of  the  medto^  in  which  we  have  conclusions  .from  the  .Mde 

experience '  ‘of  the  authors  up  .t'o  the  level  of  current  knowledge  ,  r-v  .v 

/  Achievements  in' modern  physic's,:  chemistry  (including  plastics  .  ’'' 
chemistry)  -and '., technical  progress  in  medicine  have  opened  new  prospects 
for  the  develPpment  of  ^'ecohstfuctive  and  plastic  surgery.  We;  need  '  ‘ 
further  research  p.h  processes,  in  restoring  lost  functions  and  in  ,  ’ 
seeking  modern  methods  for  stimulating  the  regenerative  processes,'- 
We  need  to  expand  the  exchange  of  information  on  the  use  of  plasti/v; 
in  reconstructlre'.surgery  of  the  skeleton,  the  internal  organs"  and-  -  "■ 


the  major  blood  vessels,  arid  on  solving  the  problem  of  tissue  ; 
preservation  and  plastic  surgery  with  biological  transplants, ■  For 
this  reason  the  publication  of  individual  monographs  and  manuals 
reflecting  theoretical  and  practical .achievements  in  this  field  is 
very  urgent;  The  editorial  office  has  in'lts  files  a  very  limited 
nTzmber  of  proposals  on  these  problems;!  A.  D.  Khristich's  monograph 
on  Feresadka  sosudov  koneohriostev  v  eksperimente  /EsoJerimental  '  . 
transplantation  of  vessels  of  the  extremities/  will  be’  published  in 

I960.  „■■■■' .  ;  'v'": 

The  Soviet  Academy  of  Medicine  is  directing  considerablei  .  ; 
attention  toward  intensifying  riesriarch  on  clinical  arid  experimental  . 
oncology  in  the  Sevefr-Year  Plan.  The/editorial  office,  unfortunatelj'', 
must  state  that  in  the  previous  years  the  publication  of  literature 
on  this  problem  has  been  manifestly  irisufficient.  Taking  ;tWs  defi¬ 
cit  into  consideration,  the  editorial  office  plaris  in  1959-1960  to  ' 
publish  17  titles  on  various  problems  in  experimerital  'arid  clinical 
oncology  (A.  P,  Shanin,  V.  V,  Vinogradov,'  A,'*  V.  Mel’nikov^'  A.  A. 
Shelagurov,  A.  D.  Tiniofeyevskiy  arid  others).  In  accordance  X'ri.th  thei 
requests'  of  Medgiz,  the  editorial  office  has'  now  received  approxi¬ 
mately  40  proposals  from  research  institutes  and  iridiVidual  authors 
on  1961-1962 'publishing,  in  monographs'  arid  manuals  on  various  problems 
in  theoretical  and  clinical  oricology.  Among  them  particular  attention 
is  drav/ri  to  the  proposed  Khimioterapiya  opukholevvkh  zabolevaniv 
/Ghemical  therapy  in  neoplastic  diseases/  by  L.  F,  Lariionov!  to  ' 
proposals  by  G.  A,  Zhdanov',  A.-  P.  Belikov  and  others  on  an  analysis 
of  the  pharmacological  and  biological  effect  of  ankylosing  preparations  j, 
Protivoopukhole\’"'/ve  aht.ibiotiki '  /Antitumor  antibiotics/  bv  M.  M. ' 
Mayevrdciy  and  others,  the' proposal  of"  N.  N.  Blokhin,  M,  T.  Voikov, 

A.  I,  Rakov  and  others  on  the" surgicar  treatment  of  tinnor' patients 
with  varying  localizations'' of  t-umorsi  and  L.  M,  Shabad,  A;  I.  Seriebrov 
and  V.:.  V*  Gorodilova  on  briginal  research  in  the  field  of  experi¬ 
mental  oncology,  etc,  .■ '  '  '  ■'  ' 

We  also  need  the  publication  of  monographs  on  the' earljr. 
diagnosis  of  malignant  neoplasms,  brisicmariuals  on  'radiation  therapy, 
etc.  which  the  editorial  office  riow  lacks.  ■  ' 

Particular  attention  is  currently  given  to  extensive  publicity 
for  recent  achievements  in  and  the  publication  of  manuals  on  the 
surgical  treatment  of  various  pediatric  disfeases.  The  editorial  office 
has  with  satisfaction  included' in  the  i960  publishing  plan  the  fol-  , 
lowing  solid  mariuals:  :  Operativriava  khirurglya  detskogo  y-ozrasta 
/Pediatric  surger^  by  Ye.  M.  Margoriri' and  others,  the' monograph 
Vrozhdennyy  pilorostenoz  u  grudnykh  detey  /Congenital  pyloric  stenosis 
in  infant^/  by  N.  A.  Rozanova i  Invaginatsiva  kishOk  v  detskom  vOzraste  . 
/intestinal  invagination  ip  children/  by  Kh.  I.  Fel»dman;  Diafrag- 
mal»nyye  gryzhi  u  detey  /Diaphragmatic  hernias  iri  children/  by  S,  Ya 
boletskly  and  others.'  However,  these  books 'meet  the  obligations  of 
pediatric  surgeons  only  partially,'  .  '  ■  '  ,  ^ 

In  connection  with  the  extensive  adoption  of  modern  apparatvE., 
instruments  and  equipment  in  the  therapeutic  and  diagnostic  praotics’ 
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of  surgical  institutions,  the  necessity  has  arisen  to  publish  , 
special  nanuais  and  fflonographs  for, physicians  and  subprpfessionai  , ,  , 
medical  personnel'  bh  new.  medical",  apparatus  a,nd  instrumehtS*  Guided  , ;  ' 
by  the  corresporiding  decref,  of  the  Soviet  Ministry  of  Health, 'M 
plans  to  publish" in  I960  P.  64,' Androsov’s  monograph  Mekhanichesfciy 
shov  v.sosudistoy  khi^^l^gii  /Mechanical  suturiiig  in  vascular  surgery/  ' 
and  Y,  A,  Ifestr3nakov  apd  R,  I,  gavacherdco  ’ s  '■Rukovodstvb  pb  apparature , 
diva  ingalyatsibpnbgo  harkbza  '/Manual  bn  ;api«rat]as  for  intelatioh.  /. 
anesthesia/,  ',,,b  i'.  'b’/b 

Of  contiMing' imppftan^^  pjan  for  effectively 'providing 

traumatclpgical  serVicb  .for  ihp  public  is  the  publication ‘of  ,monio~  b  ■ 
graphic  iitbrature  on ‘  problems  in  ■mbdern  dia^osis  and  hew  Methods 
for  treatihg  various  injiiries,  '  lifp  ^iorribw,  ihe  press  has  not  .ade-  i- 
quatelji’  reflected  prpgresdlve/pfactices  of  many  groups '  in  organizing' 
the  prevention  and  .treatmhit  bf  work-cbnnbcted  accidents  in  industry  :  , 
and  agriculture ,  problems  ;in  pediatric  traumatism,  the 'use  of  allb— 
plastic  materials  in  traumatblogy,  orthopedics',  btc.  :.,  'Considering  ; 
the  limited  amount  of  material  on  these  prb'Slems/  Medgiz  has  included 
in  plans  for  1959Al96i  the'  pubiication  of  the  following!  a  practical 
manual  edited  by  N,  Shamov  brt'Khirurgiva  povrezhdeniv  i  raneniv 
pervnby  sistemy  /Surgerv  ih  wounds  And  injuries  of,  the  nervous  systb^ 
(1959 )j  G,  V,  Golovin’s  mono'eraph  GbosOby  uskbreniva  zashivleMva.  |  j  _  . 
perelomoV  ko'stey  /Means  for  accelerating  the  healing  .of  bphe  fractures/ 
(1959)1  T,  S,  ^igbh’yeva’s  Lecheniye  Prolzvodstvehnykh  povrezhdeniv 
konec^ostey  /Treatment  of  industrial  injuries  of  the  extreraitie^ 
(1960)j_A.  G,  Pugachev’s'  0  lechenii  povrezhdeniv  sukhozhiliv  kisti  u  ^  . 
detey /Treating  injuries  of  the  te'hdbns  of  the' hand  in  childre^  (196.0)f 
D,  K,  Yazykov’s  Differentsial’navpdiagnostika  v  klinike  travmatolbgii 
i  ortbpedii  /pifferential  diagnosis ' in  the  traumatoiogical  and  ertho" 
pedic  olinic/^^  (1961 )  j  Ja,  G.  Ifabrbv’s  Rukovodstvo  po  lechenivu  perelcmor 
trubchatykh  kostey  metodom  Vnixtrifcosnbv  filcsatsii  /Manual  on  .treating 
fractures  of  the  long  bbnes  by  intramedullar,  fixation/  (196I)'  la',  L«  , 
T^iv’yan’s  VnUtfisustavnoye  Protezirovaniye  tazobedfennego  sustava 
/intra-hrticular  prosthes'is.  bf  the  hip  joint/  (I96I),  and  others,  : 

•  In  the  literature'  on  specidr  Surgical  branches ■ we  must  mention 
the  wholely  inadequate  number  of  pUbiications 'oh  netiroSurgery,  Medgiz 
is  interested  in  bbtainihg  suggestions  as  'to  'the  jpublication  of  books  . 
on  problems  in ;  modern  methods  of  sppeiai  diagnosis  and  the  surgical  . 
treatmeht'bf  woUrids  And, other'  diseasps  of  the  nervous  system,  and  in  ; 
seeking  effective  means  ' to  restprSb functions  in  these  patients.  The  ■  b 
special  attention  of  neurosUrgebris ’and  orthopedics,  as  well  as  special*^ 
ists  in  infectious  diseases  and  Others,"  must  be  attrActed  to  the  most  • 
rapid  publicity  for'  research  cphnected  with' tf eating  problems'  in  rb~  ' 
constructive  operations  in  persbhs  reebyefihg  from  poliomyelitis  and 
with  problems  qf  their  occupational  rsHabilitatiop,  / 

No  less  sharply  felt  is  the  heoessity  for  literature  on  practioaj  f 
urology,  'The  Fublicatidn  of  Gbl  ’din’s  Tsistitv  /fiVati tl s/  apd  ,■  ■ 

others  is  projected  for  i960.  At  present,  however,  eyer-rincreasinj'  ' 
importance  is  boing  attabhed 'to  the  ; problem  of  pyeloneuritis  from  1./; 
surgical  point  of  view,  problems  in  re cohStrUctive  urology,  ’‘Artificial 
kidneys*/  etc,  '  '• 
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Soviet  anesthesio3-bgists  are  faced  with  serious  problems  in 
research  on  the  physiological  mechanism  of  anesthesia,  problems  in 
hypothermia,  the  creation  of  new  anesthetics,  modern  apparatus,  etc*, 
as  well  as  practical  manuals,  handbooks  and 'monographs  on  special 

problems  in  anesthesiology V  "  a  '  :  _  ^  Z"  "a  . 

Along  with  the  preparation  df  manuals /and  rndndgraphs  oh  various 
current  problems  ih  surgery  the  editorial  of f ice .thinks  it  practical 
and  timely  to  rdhew  the  publication  of  clinical  lectures  oh  surgery# 

The  positive  results  of  such  publications  in  the  past  (clinica.1  lectures 
by  S.  P.  Fedorov^  V.  A,  Oppel*  .and  other'; major  pediatric  su^ 
give  reason  to  bOlieve  that  ttds  f  pria  of  transiaitting  a  lot  of  iitformtion 
to  a  vd.de  circle  of  readers  is  completely  justified,  .In  I960  we  will  . 
publish  lectures  on  thoracic ;;sixrgery  by  S,  L.  ;laboy«  _ 

A  particular  spot  in  the  work  of  Medgiz  is  occupied  by  the  publi" 
cation  of  multivolume  reference  books  oh  a  number  of  clinical  and 
theoretical  disciplines,  each  of  Which  is;  considered  as  ah  original 
basic  Soviet  manual  for  practicing  physicians  in  the  respective 
specialties .  For  instance,  in  the  12-Wolume  reference  work  on  surgery 
made  up  of  600  q^uires  (editor  in  chief,  B,  V,  Petrovskiy,  active  member 
of  the  Soviet  Academy  of  Medicine;)  there  will  be  a  systematic  and  more 
complete  analysis  of  problems  in  podern  surgery  which  sihould  satisfy 
the  requirements  of  research  and  teaching  in  a  given  specialty  and 
serve  as  an  exhaustive  source  for  teachers,  researchers  and  practicing 
surgeons,  ■  ^  ^  ,1. 

In  the  period  1959-1962  Medgiz  aims  at  publishing  12  Volumes  of 
a  reference  Wfork  bn  surgery,  including  4  WolUmeh- Of  a  total  of  200  qviires 
in' I960,  '  ;  .'"V.  "■ 

In  the  immediate  futiu:e; there  Will  also;  be  an  expansion  of  the 
publication  of  leading  surgicai  literature  -which  reVeals  positive  re¬ 
sults  ahd  new  achievements  in  foreign  surgery  in  vhribus  realms ' of 
modern  surgery.  For  instance  in  1959-1960  the  plan  calls  for  :the  publl'-;  ; 
cation  of  the  following^  G,  Popov’s  monograph  K  vvboru  obezvolivaniya 
pri  rezektsii  legkikh  2Ghoice  of  anesthesia  in  pulmonary  resection/' 
(translated  from  the  Bulgariah),  and  S,  Veshin’s'  Rentgehologlcheskaya 
siniptomatifca  kostnvkh  provavieniv' opukholev  kosthogb  mozga  /Radiographic 
symptomotology  of  osseous  manifestations ; of  tumors  of  the  marrow^ 
(translated  from  the  Czech)^  containing  considerable  ejcperience  of.  the 
authors  in  the  problems  treatedj  a  collection; bf  papers  edited  by  J,  ■ : 

G,  Allen  oh  problems  in  extracbrporehl  bloOd  circulation  (translated 
from  the  English)  reflecting  the  currerit .  stat-us  of  this  problem,  and  . 

G,  Natov  and  M.  Saydow ’ s  monograph  SePdecHno-sosudist-w  kollaps  v  ; 

operatsionnoy  /Gardiovascular  collapse'  in  the  operating, room/  which 
gives  a"  general  analysis  of  clinical  observations  and  theoretical 
studies  by  the  authors  in  this  area,  . 

By  writing  in  the  pages  of  Khirurgiva.  we  count  on  attracting 
the  attention  of  readers  to  the  Work  of  the  Medical  i^blishing  House 
for  purposes  of  improving  thb  output  of  surgical  literature.  Any 
possible  discussion  of  the  problems  treated  and  new  proposals  will  .v  ,■ 
render  a  real  service  to  the  publishing  house  in  improving  extensive 
and  timely  publicity  for  recent  achievements  in  medicine  and  piiblic 
health  practice  in  'the  field  of  surgery. 
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